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9005230174 Provides updates to plant-specific nuclear training manuals, per
commitment.W/o ends.

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 90/
05/15. Document Control Branch (Document Control Desk). 2pp. 53915:359-
53915:360.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005230050 Notification of 900524 meeting w/util in Rockville.MD to discuss util fuel
reconstitution effort & results from B&W fuel clad tests for Cycle 16.
WANG.A.B. Project Directorate I-4. 90/05/18. STOLZ.J.F. Project Directorate I-4. 3pp.
53892:297-53892:299.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

Q. Inspection reports, IE Bulletins & correspondence

9004300157 Forwards Safety Insp Rept 50-213/90-04 on 900216-0327.No violations
noted.

WENZINGER.E.C. Region 1, Ofc of the Director. 90/04/19. MROCZKA.E.J. Connecti-
cut Yankee Atomic Power Co. 2pp. 53655:155-53655:168.

-9004300161 Safety Insp Rept 50-213/90-04 on 900216-0327.No violations
noted.Major areas inspected:plant operations & radiological controls during thermal
shield cutting & cleaning of refueling water storage tank.

HAVERKAMP.D.R. Region 1, Ofc of the Director. 90/04/18. 12pp. 53655:157-
53655:168.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York. Inc. 102pp. 53601:131-53601:234.

9005070241 Forwards Initial SALP Rept 50-213/88-99 for 880801-900215. Meeting to
discuss assessments & performance improvement plans to be scheduled.
MARTIN.T.T. Region 1, Ofc of the Director. 90/04/26. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 2pp. 53747:138-53747:175.

-9005070255 Initial SALP Rept 50-213/88-99 for Haddam Neck Plant for 880801-
900215.
* Region 1, Ofc of the Director. 90/04/26. 36pp. 53747:140-53747:175.

9005040238 Advises that util 880920 & 890630 Itrs confirm response to NRC Bulletin
88-008 re thermal stresses in piping connected to RCS.ISAP evaluation to be con-
ducted to determine need for stated work.

WANG.A. Project Directorate I-4. 90/04/27. STOLZ.J.F. Project Directorate I-4. 1p.
53725:355-53725:355.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029. "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005110208 Forwards Safety Insp Rept 50-213/90-06 on 900314-16.No violations
noted.lnsp focused on util program to ensure adequate quality of fuel oil for emergen-
cy diesel generators.

DURR.J.P. Region 1. Ofc of the Director. 90/05/02. MROCZKA.E.J. Connecticut
Yankee Atomic Power Co. 2pp. 53813:226-53813:231.

-9005110210 Insp Rept 50-213/90-06 on 900314-16.No violations noted. Major areas
inspected:licensee program to ensure adequate quality of fuel oil for emergency diesel
generators to meet Tech Spec operational requirements.

WOODARD.C.H., ANDERSON.CJ. Region 1, Ofc of the Director. 90/04/13. 4pp.
53813:228-53813:231.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York. Inc. 101pp. 53753:001-
53753:103.

9005160150 Informs of proposed 900620-21 workshop in King of Prussia.PA to promote
better understanding of NRC insp program.Proposed agenda w/keynote speakers
encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. MROCZKA.E.J. Connecticut
Yankee Atomic Power Co. 4pp. 53854:121-53854:124.

9005010268 "Annual Radiological Environ Operating Rept 1989." W/900424 Itr.
MROCZKA.EJ.   Northeast   Utilities   Service   Co.   (subs,   of   Northeast   Utilities).
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/12/31. 110pp. 53659:310-
53660:059.

9005180070 Monthly operating rept for Apr 1990 for Haddam Neck Plant. W/900515 Itr.
WALL.K.C., DEBARBA.E.A. Connecticut Yankee Atomic Power Co. 90/04/30. 10pp.
53877:271-53877:280.

S. Reportable occurrences, LERs & related correspondence

9005010056 LER 90-003-00:on 900329,determined that emergency diesel generator &
containment air recirculation fan cooling water flow rates did not meet min acceptance
criteriaCaused by piping corrosion buildup.Piping cleaned.W/900426 Itr.
KASUQA.R.W., MILLER.D.B. Connecticut Yankee Atomic Power Co. 90/04/26. 5pp.
53663:194-53663:198.
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f. Security, medical, emergency & fire protection plans

9005010176 Rev 3 to 100-PLN-1300.01, "GPU Nuclear Corp Emergency Plan forTMl &
Oyster Creek Nuclear Stations."

CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 90/03/30. 325pp.
53677:278-53678:242.

9004250292 Forwards FEMA rept of 890607 plant emergency exercise.No deficiencies
identified,but areas requiring corrective action & areas recommended for improvement
identified.

BELLAMY.R.R. Region 1. Ofc of the Director. 90/04/17. FITZPATRICK.E. General
Public Utilities Corp. - GPU Service Corp. 2pp, 53605:215-53605:216.

-9004090234 Forwards FEMA 900316 Itr transmitting FEMA Region II rept for 890607
exercise at facility.No deficiencies noted during exercise or medical drill.
ERICKSON.R.A. Emergency Preparedness Branch. 90/03/26. BELLAMY.R.R. Region
1, Ofc of the Director. 1p. 53605:217-53605:299.

9005010090 Forwards Safety Insp Rept 50-219/90-06 on 900218-0317 & notice of
yiolation.Events show importance of timely & effective implementation of performance
improvement plans in area of radiological controls.

WENZINGER.E.C. Region 1, Ofc of the Director. 90/04/20. FITZPATRICK.E. General
Public Utilities Corp. -GPU Service Corp. 2pp. 53669:123-53669:158.

-9005010094 Notice of violation from insp on 900218-0317.Violations noted:failure to
establish continuous fire watch for inoperable deluge sys.

*  Region 1, Ofc of the Director. 90/04/20. 2pp. 53669:125-53669:126.

-9005010100 Insp Rept 50-219/90-06 on 900218-0317.Violations noted.Major areas
inspected:degradation of fire protection sys.multiple control rod movement & reactor
scram events.plant startup w/ rod worth minimizer bypassed & emergency prepared-
ness.
RULAND.W. Region 1, Ofc of the Director. 90/04/20. 32pp. 53669:127-53669:158.

9005040284 Forwards revised EPIPs.consisting of Rev 7 to 9473-IMP-1300.01.Rev 4 to
9473-1300.11 & Rev 2 to 9473-ADM-1319.04.Deleted EPIPs listed.including Rev 3 to
9473-1300.19,Rev 2 to 9473-1300.21 & Rev 5 to 9473.1300.24.
BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 90/04/20. Document
Control Branch (Document Control Desk). 2pp. 53620:159-53620:275.

-9005010084 Revised EPIPs.consisting of Rev 7 to 9473-IMP-1300.01 .Rev 4 to 9473-
IMP-1300.11 & Rev 2 to 9473-ADM-1319.04.

BARTON.JJ., SULLIVAN.RJ. General Public Utilities Corp. - GPU Service Corp. 90/
04/05. 115pp. 53620:161-53620:275.

9005010287 Forwards errata to 900410 Rev 3 to corporate emergency plan, consisting
of revised Page E10A-9.

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 90/04/25. Document
Control Branch (Document Control Desk). 1p. 53659:085-53659:087.

-9005010291 Corrected Rev 3 to Corporate Emergency Plan 1000-PLN-1300.01.

*   General Public Utilities Corp. - GPU Service Corp. 90/04/25. 1p. 53659:086-
53659:087.

9005210188 Rev 0 to Scenario 22, "GPU Oyster Creek Nuclear Generating Station
Emergency Preparedness Exercise Scenario."

*  General Public Utilities Corp. - GPU Service Corp. 90/04/26. 579pp. 53867:032-
53868:250.Power Plant,Haddam,CT."
